राष्ट्रीय आरोग्य अभियान अंतर्गत सन २०२०- 
२१ च्या पुरवणी प्रकल्प अंमलबजावणी 
आराखडा (PIP) लेखाशिर्ष ६.२.२१.१ अंतर्गत 
Free Drug Services या घटकांतर्गत 
रु.२८,०३,५३,३८२ /- इतक्या अनुदानातून 
औषधे व औषधे साहित्ये या प्रकारच्या साधन 
सामुग्रीच्या खरेदीस प्रशासकीय मान्यता 
देण्याबाबत. 


महाराष्ट्र शासन 
सार्वजनिक आरोग्य विभाग 
शासन निर्णय क्रमांकः प्रशामा-१२२०/प्र.क्र.३१/आरोग्य-७ 
१० वा मजला, गो. ते. रूग्णालय संकूल इमारत, 
नवीन मंत्राळय, मुंबई - ४००००१. 
दिनांक : ०५ मे, २०२१. 


वाचा :- 

१) शासन निर्णय, सार्वजनिक आरोग्य विभाग, क्र.प्रशामा-१२२०/प्र.क्र.३१/आरोग्य-७, दिनांक 
२०.१०.२०२०. 

2) सहसंचालक (खरेदी कक्ष), आरोग्य सेवा आयुक्तालय, मुंबई कार्यालय यांचे पत्र क्र. संआसे / 
खरेदी कक्ष /सन २०२०-२१ पीआयपी अनुदान /रा.आ.अभियान / औषधे व औषधे साहित्याच्या 
खरेदीस प्रशासकीय मान्यता मिळणेबाबत /४२६६/२०२१, दिनांक ०१.०४.२०२१ 

३) आयुक्त, आरोग्य सेवा तथा अभियान संचालक, राष्ट्रीय आरोग्य अभियान, मुंबई यांच्याकडील 
दिनांक ३१.०३.२०२१ रोजीची मान्य टिप्पणी. 


प्रस्तावना:- 
उपरोक्त वाचा क्र.१ येथील शासन निर्णयान्वये औषधे, वैद्यकीय उपकरणे, यंत्र सामुग्री व 


तदनुषंगीक उपभोग्य वस्तु व इतर आवश्यक साहित्याची खरेदी करण्यासाठी रु.५२७,२९,१४,२१२/- 


इतक्या खर्चास प्रशासकीय मान्यता देण्यात आली होती. 


०२. राष्ट्रीय आरोग्य अभियान अंतर्गत सन २०२०-२१ च्या पुरवणी प्रकल्प अंमलबजावणी आराखडा 


(PIP) लेखाशिर्ष ६.२.२१.१ अंतर्गत Free Drug Services या घटकांतर्गत औषधे व औषधे साहित्ये या 


प्रकारच्या साधन सामुग्रीच्या खरेदीसाठी रु.२५७.४६ कोटी इतके अनुदान मंजुर आहे. त्या मधुन 


आतापर्यंत करण्यात आलेली खरेदी विचारात घेता रु.२९,४४,१८,२०९/- इतके अनुदान शिल्लक असुन 


शासन निर्णय क्रमांकः प्रशामा-१२२०/प्र.क्र.३१/आरोग्य-७ 


त्यापैकी रु.२८,०३,५३,३८२ /- इतक्या रकमेच्या औषधे व औषधे साहित्य या प्रकारची साधन सामुग्रीच्या 


खरेदीस प्रशासकीय मान्यता मिळणेबाबतची बाब शासनाच्या विचाराधीन आहे. 


शासन निर्णय :- 
राष्ट्रीय आरोग्य अभियान अंतर्गत सन २०२०-२१ च्या पुरवणी प्रकल्प अंमलबजावणी आराखडा 


(PIP) लेखाशिर्ष ६.२.२१.१ अंतर्गत Free Drug Services या घटकांतर्गत एकुण औषधे व औषधे 


साहित्ये या प्रकारची साधन सामुग्रीच्या एकुण रु.२५७.४६ कोटी इतके एकुण अनुदान मंजुर आहे. त्या 


मधुन आजअखेर करण्यात आलेल्या विनियोगास अनुसरुन रु.२९,४४,१८,२०९/- इतके शिल्लक असुन 


त्यापैकी रु.२८,०३,५३,३८२ /- इतक्या रकमेच्या औषधे व औषधे साहित्ये या प्रकारची साधन 


सामुग्रीच्या खरेदीस खालील तक्त्यात नमूद केल्यानूसार प्रशासकीय मान्यता देण्यात येत आहे:- 


विवरणपत्र 
अ- अनुदानाचा तपशिल 
तक्त्यात नमूद केल्यानूसार आतापर्यंत करण्यात आलेल्या विनियोगास अनुसरुन खालीलप्रमाणे 
अनुदान शिल्लक आहे. त्याबाबतचा तपशील पुढीलप्रमाणे आहे :- 


Total Available 
Expenditure oa 
Sr. | Name of Item's / eee tial - eat Remaining 
no Particular ४0 R oa ०192) Amount in 
ann Crore . 
Crore Rs. in Crore 
1 2 3 4 5 6(4-5) 
Free Drug 6.2.21.1 
1 303.66 274.22 29.44 
Services ( PIP2020-21) 
विवरणपत्र 


ब- खरेदीचा तपशिल 


Approx. Amount 
1... amma 
1 2 3 eae 8 5 
1 SDL- Annex.1 6.2.21.1 50 143204122 
2 SCL- Annex. 6.2.21.1 62 137152260 
280356382 
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शासन निर्णय क्रमांकः प्रशामा-१२२०/प्र.क्र.३१/आरोग्य-७ 


०२. 


१) 


4) 


सदर प्रशासकीय मान्यता पुढील अटीं व शतींच्या अधीन राहून देण्यात येत आहे.:- 


सदर औषधे व औषधे साहित्ये सामुग्रीची आवश्‍यकता / मागणी याची शहानिशा / खातरजमा 
करण्यात यावी. त्यानंतरच सदर बाबींच्या खरेदीसाठी निविदा प्रक्रिया राबविण्यात यावी. 


सदरहू औषधे व औषधे साहित्ये सामुग्रीचे विनिर्देश़ गरजेनुसार व अद्ययावत असल्याची 
खातरजमा करण्यात यावी. खरेदी करावयाच्या बाबींचे तांत्रिक विनिर्देशा (technical 
specification) Waleed तज्ञांनी (तांत्रिक समिती / अधिकारी) यांनी मान्य केलेल्या विनिर्देशानुसार 
असावेत. तसेच, सदर तांत्रिक fafyear (technical specification) हे कोणत्याही विशिष्ट 
कंपनीला फायदा होईल अशा रितीने तयार केलेले नसल्याबाबत खातरजमा करण्यात यावी. 
पीआयपी मध्ये मंजूर असलेल्या बाबींच्या तांत्रिक विर्निदेशानुसार मागणीपत्र पाठविण्याची 
जबाबदारी संबंधीत कार्यक्रम प्रमुखांची राहिल. प्रस्तावातील समाविष्ट असलेल्या बाबींचीच 
खरेदी करण्यात यावी. 


शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, क्र. भांखस-२०१४/प्र.क्र.८२/भाग-॥/ उद्योग- 
४, दिनांक १ डिसेंबर, २०१६ अन्वये प्रसिध्द करण्यात आलेल्या शासकीय विभागांनी 
करावयाच्या कार्यालयीन खरेदीसाठीच्या कार्यपध्दतीची सुधारीत नियमपुस्तिका यामधील 
तरतूदीनुसार विहित खरेदी प्रक्रिया राबविण्यात यावी. 


प्रशासकीय मान्यता देताना प्रस्तावित खरेदीचे दर हे अंदाजित आहेत. त्यामुळे GEM Portal, 


इतर राज्यांचे दरकरार, National Pharmaceutical Pricing Authority (NPPA), National Medical 
Devices Authority (NDMA) यांच्याकडीळ उपलब्ध असलेल्या न्युनत्तम दर विचारात घेण्यात 
यावेत. तसेच हाफकिन संस्थेतील सदर बाबींची खरेदी केली जात असल्यास अथवा झालेली 
असल्यास निविदेत प्राप्त झालेले न्युनत्तम दर निविदेकरीता मागणी नोंदवितांना औषधी, औषधी 
साहित्य व उपकरणांच्या संदर्भात अंदाजित दर म्हणून नोंदविण्यात यावेत व खरेदी प्रक्रियेअंती 
दर निश्चित करण्यात यावा. सदर दर हा बाजार भावापेक्षा कमी असल्याबाबत आणि संबंधित 
पुरवठादाराने या बाबीचा इतर ठिकाणी ज्या दराने पुरवठा केला आहे, त्या दरापेक्षा जास्त 
नसल्याबाबत खातरजमा करण्यात यावी. 


खरेदी करण्यात येणाऱ्या बाबींची पुरवठापूर्व / पुरवठानंतर नमुना तपासणी (pre/Post dispatch 
random sample inspection) करुन उचित व योग्य fads (specification) असलेल्या 
वस्तुंचीच खरेदी करण्यात येईल, याची खात्री करण्यात यावी. 


खरेदी करण्यात येणाऱ्या बाबींचा पुरवठा झाल्यानंतर त्यांची साठवणूक व वितरण (storage & 
distribution) करणे तसेच, पुरवठा साखळी व्यवस्थापन (Supply chain management) आणि 
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१०) 


११) 


०३. 


वस्तुसूची व्यवस्थापन (Inventory Management) US पध्दतीने करुन सदर बाबी विनावापर पडून 
राहणार नाहीत व त्यांचा विहीत मुदतीत वापर होईल, याची दक्षता घेण्यात यावी. 


तसेच राष्ट्रीय आरोग्य अभियान अंतर्गत प्रकल्प अंमलबजावणी आराखडा (PIP) अंतर्गत Free 
Drug Services लेखाशिर्ष ६.२.२१.१ या घटकांतर्गत सन २०२०-२१ या आर्थिक वर्षासाठी 
उपलब्ध करुन देण्यात आलेल्या रु. २५७४६.०० लक्ष पैकी शिल्लक असलेल्या 
रु.२९,४४,१८,२०९/- इतक्या अनुदानातून भागविण्यात यावा. सदरची खरेदी प्रशासकीय 
मंजुरीच्या विहित कालावधीत पूर्ण होईल याची दक्षता घ्यावी. 


तसेच, या बाबींच्या खरेदी द्विरुक्ती (Duplication) होणार नाही, याची दक्षता घेण्यात यावी. 


संपूर्ण खरेदी प्रक्रिया राबविताना केंद्रिय दक्षता आयोगाच्या मार्गदर्शक सूचनांचे (CVC Guidelines) 
तंतोतंत पालन करण्यात यावे. 


शासन निर्णय, वित्त विभाग, क्र. विअप्र-२०१३/प्र.क्र.३०/भाग-२/२०१३/विनियम, दिनांक १७ 
एप्रिळ, २०१५ सोबतच्या परिशिष्टातील वित्तीय अधिकार नियम पुस्तिका १९७८, भाग-पहिळा 
उपविभाग-दोन मधील अ.क्र.४ नियम क्र.७ समोरील स्तंभ क्र.६ येथील अटींची पूर्तता करण्यात 
यावी. 


खरेदी प्रक्रिया पूर्ण झाल्यानंतर खरेदी समितीच्या मान्यतेनंतरच पुरवठा आदेशा निर्गमित 
करण्यात यावेत.सदर प्रकरणी सार्वजनिक आरोग्य विभाग शासन निर्णय क्र.खरेदी - 
२०१६/प्र.क.२४०/आरोग्य-८ दिनांक २६ जुले,२०१७ च्या शासन निर्णयातील तरतूदीनुसार 
कार्यवाही करण्यात यावी. 


उपरोक्त अनुक्रमांक १ ते ११ येथे नमूद अटींची पूर्तता करण्याची व खरेदी नियमानुसार व 


आवश्यकते प्रमाणे आहे हे सुनिश्चित करण्याची संपूर्ण जबाबदारी आयुक्‍त, आरोग्य सेवा व अभियान 


संचालक, राष्ट्रीय आरोग्य अभियान, संचालक, आरोग्य सेवा संचालनालय व कार्यक्रम प्रमुख यांची 


राहील. 


०४. 


एप्रिल, 


शासन निर्णय, वित्त विभाग, क्र.विअप्र-२०१३/प्र.क्र.३०/१३/विनियम, भाग-२, दिनांक १७ 


२०१५ मधील वित्तीय अधिकार नियम पुस्तिका १९७८ भाग-पहिला उपविभाग-दोन मधीळ अनु 


क्रमांक ४, नियम क्र. ७ अन्वये अवजारे, किरकोळ साधन सामग्री आणि उपक्रम संच विकत घेण्यास 


मंजूरी देण्यासाठी प्रशासनिक विभागास पूर्ण अधिकार प्रदान करण्यात आले आहेत. 
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०५. सदर शासन निर्णय महाराष्ट्र शासनाच्या www.maharashtra.gov.in या संकेतस्थळावर 


उपलब्ध करण्यात आला असून त्याचा संकेताक २०२१०५०३१७५८३३२३१७ असा आहे. हा शासन 


निर्णय डिजीटल स्वाक्षरीने साक्षांकित करुन काढण्यात येत आहे. 


महाराष्ट्राचे राज्यपाल यांच्या आदेशानुसार व नावाने. 


Digitally signed by Milind Raghunath 
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Date: 2021.05.05 17:25:27 +05'30' 
(मिलिंद कुळकर्णी) 
अवर सचिव, महाराष्ट्र शासन 
प्रत: 
१) आयुक्‍त, आरोग्य सेवा तथा अभियान संचालक, राष्ट्रीय आरोग्य अभियान, मुंबई. 
२) संचालक, आरोग्य सेवा, आरोग्य संचालनालय, मुंबई. 
३) अतिरिक्‍त संचालक (आरोग्य सेवा), राज्य कुटुंब कल्याण कार्यालय, पुणे. 
४) सर्व सह संचालक (आरोग्य सेवा संचालनालया मार्फत) 
५) सर्व सहसचिव/उपसचिव, सार्वजनिक आरोग्य विभाग. 
) 
) 
) 
) 


६) उप संचालक, सर्व मंडळ कार्यालये. 

७ सर्व जिल्हा शल्य चिकित्सक (FWB मार्फत) 
८) सर्व जिल्हा आरोग्य अधिकारी ("//8 मार्फत) 
९) निवडनस्ती (आरोग्य-७) 


पृष्ठ ५पैकी ५ 


Annex.! List of Medicine- SDL 


Packing / 
Sr. T ‘ र ; : Rate Per व Approx. 
Name of Drug Technical Specification Unit of : Quantity PP 
No. Unit Cost 
Measure 
> : ‘ Oint Lignocaine Or Lidocaine OR Xylocaine HCL 
1 । Topical Lignocaine 30 gm Jelly णय लयीत 30 gm 31.00 10000 310000 
Ea pe ae नि/00९01०५७॥॥]; Ketamine Hydrochloride Inj 10mg/ml 10 ml 64.50 5000 322500 । 
शि Isoflurane 100ml Isoflurane amber-colored bottles.100 ml 100 ml Bottle 399.00 1500 598500 
a Glycopyrolate Inj 0.2mg/ml Inj. Glycopyrrolate 0.2mg/ml-1 ml 1 ml 5.31 57000 302670 
ee | In ४६९५०01. Bromine in Inj. Vecuronium Bromide 10 mg per ampoule of 10 ml 10 ml 76.13 5000 380650 
10mg/10ml 
ea Midazolam Nasal spray Midazolam Nasal spray Oe ine 126.5 5000 632500 | 
7 Omeprazole Cap 20 mg त asta दण पावा 2000120 10 Cap 0.39 10000000 3900000 
8 Omeprazole Cap 40 mg 11101 2 णा यागिश शा णता 010 10 Cap 0.56 10000000 5600000 
Domperidone mouth Tab Domperidone 10 mg M D Aluminium Blister - Strip 
9 dissolving Tab 10mg of 10 Tablets शते? 0.21 2000000 420000 
Inj. Ondansetron hydrochloride Premixed 2 mg/ml - 2 
ml Ampoule Each 1 mL of aqueous solution in the 2-mL 
single-dose Vial contains 2 mg of ondansetron as the 
न Ondansetron inj 1.2 2mg/ml | hydrochloride dihydrate; 9.0 mg of sodium chloride, 2 ml 1.83 200000 366000 


and 0.5 mg of citric acid monohydrate, and 0.25 mg of 
sodium citrate dihydrate, as buffers in Water for 
Injection, 


Packing / 
Sr. T ‘ : ; ; Rate Per ‘ Approx. 
Name of Drug Technical Specification Unit of : Quantity PP 
No. Unit Cost 
Measure 
शि काता व Zinc sulphate or gluconate Syrup : Each 5 ml of Syrup 
11 P 8 contains Zinc Sulphate or gliuconate equivalent to 50 ml bottle 10.96 150000 1644000 
Syrup 60m Bottle : 
Elemental Zinc 20mg. 
12 | Cetrizine Syrup 30mI Cetrizine Syrup 5 mg/5 ml 30 ml 5.19 300000 1557000 
13 | Diclofenac Suppository 100mg | Diclofenac sodium 100 mg Suppository Single 1.74 300000 | 522000 | 
14 Amoxycillin Tab. DT 125mg | Tab. Amoxycillin D T 125 mg 10 Tab 0.48 2500000 1200000 
Amoxycillin + Clavulanic Sy. Amoxicillin 200 mg + Clavulinic acid 28.5 mg /5 ml 
jas | 60 ml 26.740 
ही acid dry Syrup 60mI Bottle dry Syrup - Bottle of 60 ml r 200000 5348000 
Amoxycillin + Clavulanic acid Tab. Amoxycillin | P 500 mg + Clavulanic acid | P 125 
6 Tab. (500mg+125mg) mg - Strip of 6 Tablets als 4.45 500000 2225000 । 
17 | Cefixime Tab 200mg Cefixime Tab 200 mg 10 Tab 2.68 5000000 13400000 
. : Inj. Cefotaxime 250 mg . 
18 त a nj. Cefotaxime Sodium sterile powder 250 mg/Vial Mia) 6.16 170000 1047200 
डं : Inj. Cefotaxime 500 mg : 
Pet Cefotaxime Inj. 500mg शा fotax inte क विक eterlleibe NaeS00 Teal Vial ४ 500000 4730000 
Inj. Meropenam 1 gm - I.V. Vial will deliver 1 g of 
oe Meropenem Inj. 1gm meropenem and 90.2 mg of sodium as sodium Vial 103.04 20000 2060800 
carbonate (3.92 mEq) 
a] aaa 00०१६11.) Cefpodoxime proxetil Tab.100mg 10 Tablet 2.12 500000 1060000 
। 22 | Doxycycline Cap / Tab 100॥2१ । Capsule / Tablet Doxycycline 100 mg 10 Cap | 096 2500000 2400000 
| 23 Amikacin inj 100mg Inj. Amikacine sulphate100 mg - 2 ml 2 ml 6.98 100000 698000 
| 24 Azithromycin DT Tab. 100mg__| Azithromycin DT Tab 100 mg. 3 Tab 2.05 3000000 6150000 
Erythromycin Stearate Tab. Tab. Erythromycin Sterrate500 mgAluminium Blister - 
500mg Strip of 10 Tab 10 Tab 2.8954 1000000 2895400 


Packing / 
Sr. T डे ; ; ; Rate Per ‘ Approx. 
Name of Drug Technical Specification Unit of ; Quantity PP 
No. Unit Cost 
Measure 
. I. V. Ofloxacin - Each 100 ml contain Ofloxacin-200 mg 
» 1५९०४८१000) water for injection-q.s. AFFS/BFS/FFS Technology 00010 11.65 50000 582500 
27 | Quinine Inj. 300mg/ml Inj. Quinine dihydrochloride 300 mg/ ml - 2 ml 2 ml 16.38 20000 327600 
| 28 Digoxin Tab 250mcg Tab. Digoxin 250 microgram i.e.0.25 mg 10 Tablet 1.12 300000 336000 
| 29 Xylometazoline Nasal Drops Xylometazoline nasal Drops 0.05% per ml 10 ml 7.728 170000 1313760 
Cough Expectorant 
Cough Expectorant Diphenhydramine hydrochloride 15 mg (IP) + 
>» 100ml Ammonium Chloride 150 mg (IP) + Sodium Citrate IP - pill 9.35 1000000 9350000 
60 mg + Menthol -1 mg (IP 
Low molecular weight heparin > ; : 
31 0.6 IU (Enoxaparin) Low Molecular weight heparin (Enoxaparin)0.6 IU PFS PFS 99.78 5000 498900 
Low molecular weight heparin . : . 
ES 6440 (Enoxaparin) Low molecular weight heparin (Enoxaparin) 0.4 IU PFS PFS 99.78 5000 498900 
| 33 Tranexemic Acid Tab 500mg Tab Tranexemic Acid 500 mg 10 Tab 5.43 300000 1629000 
Anti Rabies vaccine Tissue culture 2.5 | U per Vial or 
amp or Purified vero cell Rabies vaccine 2.5 IU per 
F ; व Vial or amp or purified chick embryo vaccine 2.5 | U 
रि Ant १0185 Vaccine ID per Vial or amp & Sterile water for injection as diluents Tm 25व२0 50000 12705000 
Label should indicate for ID use 
Ampoule/Vial of 1 ml 
Anti Rabies vaccine Tissue culture 2.5 | U per Vial or 
amp or Purified vero cell Rabies vaccine 2.5 I|U per 
Vial or amp or Anti Rabies Human Diploid cell vaccine 
न Anti Rabies Vaccine IM or purified chick embryo vaccine 2.5 | U per Vial or 0.5 mloriml 254.10 100000 25410000 
amp | M use. Sterile water for injection as diluents 
Label should indicate for IM use 
Ampoule/Vial of 0.5 ml /1 ml 


Packing / 
Sr. T , ; ; ; Rate Per ‘ Approx. 
Name of Drug Technical Specification Unit of : Quantity PP 
No. Unit Cost 
Measure 
. tlh Syp. Milk of Magnessia with Liquid Paraffin contains 
* 0.1 ee Magnessta wn Milk Of Magnesia 3.75 ml + Liquid Paraffin 1.25 ml + 100ml 24.20 34000 822800 
Liquid Paraffin 100ml र 3 
Sodium Picosulfate 3.33 mg per 5 ml 
Magnesium Sulphate Powder च 
37 Sachet 500gm Magnesium Sulphate Powder 500 gm 500 gm 27.14 20000 542800 
Soda den खाव - ठान |. V. Sodium Chloride (Normal Saline) 0.9% isotonic 
E Saline 0.9% Ini. 1.४. 100ml (equivalent to Na+ 154 mmol/L,Cl- 154 mmol/L).w/v 100 ml bottle 16.48 500000 8240000 
06.64 AFFS/BFS/FFS Technology 
. fad Surgical Spirit With methyl salicylate, Diethyl Phthalate 
क| Surgical Spirit B.P. 50011 Be aaa he Me a cae) 500 ml 48.16 50000 2408000 
व र Inj. Cyanocobalamin (Vitamine B 12 ) 1000mcg/mL; 
oo Cyanocobalamine Inj.10ml soln TOFIMPGRSC Ih. contains Bendylaleohal’-10 ml 10 ml 21.35 100000 | 2135000 
: . Cap. Vitamine-E - 400mg Each 
41 | Cap. Vitamine-E - 400mg Capsule contains: VitE (Alpha Tocopherol Acetatal 10 Cap 3.80 340000 1292000 
Intravenous 10% Amino Acids Solution -Paediatric 
F र specific Intravenous 10% Amino Acids Solution with 
. 1.४. Amino Acid 200 ml danrine special eondikicnally-essentialansinéacid ह 100 ml 70.00 17000 1190000 
100 ml 
a | hee aa Se Eee Metronidazole topical Gel/ Cream , 0.75%, - 45 gm 45 gm 8.00 170000 1360000 
Za Salicylic Acid Ointment 30gm_—_| Oint Salicylic Acid 6%, 30gm 30 gm 34.72 25000 868000 
; in 1% 7 
क (नत ००000: Fradiomycin Skin Cream 0.5 % w/w, 30gm 30gm 21.2 50000 1060000 
Cream 30gm 
Betamethasone व न 9% 
46 | Ointment/Crean tem Betamethasone dipropionate 0.05% w/w - 15 gm 15 gm 5.72 200000 1144000 
Potassium permangnate री 
47 Packet S00gm Potasium permagnet Crystals 500 gm 500 gm 274.94 5000 1374700 


Packing / 


Sr. T ; 9 ढ ; Rate Per ‘ Approx. 
Name of Drug Technical Specification Unit of ; Quantity PP 
No. Unit Cost 
Measure 
Chlorhexidine digluconate at : 0% 
शि लय Chlorhexidine Gluconate Oral Rinse 0.12% 100 ml 34.2 17000 581400 
Densitising paste containing wohl es F व 
री . Densitising paste containing stronium chloride 10 % + 
a stronium chloride + pot. Potasium Nitrate 5% - 50 em 50 gm 21.21 17000 360570 
Nitrate 50gm 
Protease based Enzymatic Cleaner. Required 
> Protiase Based Enzymatic compatibility Report from International Standard 4060 mal Bottle 609.8 12140 7402972 
Cleaner 1Itr. Manufacturers of commonly used endoscopes. (i.e. : 
Karl Storx / Pentax / Fujinon / Olympus I.P.) 
Total Amount Rs. Fourteen Cr. Thirty Two Lac Four Thousand One Hundred Twenty Two Only | 143204122 | 


Annex.2 List of Consumables- SCL 


Sr. No. 


Name of Drug 


Technical Specification 


Packing 
/ Unit of 
Measure 


Rate Per 
Unit 


Quantity 


Approx. 
Cost 


Disposable HIV kit 


HIV kits Disposable (AIDS Kit) sterile with double packing E 
TO sterilized with ETO sterile indicators - Each kit to 
contain - Disposable Head cap - one, Disposable face maske 
- one, Disposable protecitive PVC inner apron without 
sleeves - one, Disposable surgical gown with full sleeves and 
with elastic cuff. Non wovern fabric water repellent - one, 
Dispposable pvc hand gloves - two, disposable pvc show 
cover - e, Disposable safety goggles - one 


Each 


160.00 


40000 


6400000 


Disposable Scalp Vein Set No. 
21 


Scalp vein sets no.21 (Superior Quality non toxic PVC sterile 
pyrogen free, Sharp & rust free needles for easy cannulation 
properly secured junction of needles & tubing at butterfly 
level other end of tubing must have proper fitted stopper 
)/Disp. Scalp Vein Set Eto Sterilised Pyrogen Free Short 
Bevelved Silliconised Needle size21 length 3/4 with CE 
certification 


Each 


3.25 


340000 


1105000 


Disposable Scalp Vein Set No. 
24 


Scalp vein sets no.24 (Superior Quality non toxic PVC sterile 
pyrogen free, Sharp & rust free needles for easy cannulation 
properly secured junction of needles & tubing at butterfly 
level other end of tubing must have proper fitted stopper 
)Disp. Scalp Vein Set Eto Sterilised Pyrogen Free Short 
Bevelved Silliconised Needle size24 length 3/4 with CE 
certification 


Each 


3.25 


340000 


1105000 


Disposable syringe 1ml 


Disposable syringes 1 ml without needle, ribbon 
pack/blister pack, CE certification 


Each 


0.75 


600000 


450000 


Disposable syringe 10ml 


Disposable syringes10 ml without needle , ribbon 
pack/blister pack, CE certification 


Each 


2.07 


600000 


1242000 


Disposable Insulin Syringes: 40 
Unit. With Needle. Sterillised 
Non-Toxic. Unit 100 with CE 
Certification 


Disposable Insulin Syringe with 30Gx8mm , with integrated 
needle, Individually 

packed marked 40 IU/ml 1 ml/Disp.Insulin Syringes With 
Needle , , ribbon pack/ blister pack Sterilised Non-Toxic Unit 
40 with CE 

Certification 


Each 


2.45 


500000 


me 


Sr. No. 


Name of Drug 


Technical Specification 


Packing 
/ Unit of 
Measure 


Rate Per 
Unit 


Quantity 


Disposable delivery kit 


Disposable delivery kit - eHigh quality 

Sterilized 

Specifications: 

For Doctors Use 

Disposable Head Cap. X 1 

Disposable Face Mask with Filter X 1 

Disposable P.V.C. Apron full length X 1 

Disposable Shoe Cover X 2 

For Patient Use 

Disposable PVC Drapes for Delivery Table-Length upto 
bucket (W80cm x L140cm) X 1 

Disposable Delivery Sheet with Hole (100cm x 100cm) X 1 
Disposable Cord Clamp X 1 

Disposable Hole Towel for Episiotomy suturing (1 mtrx) X 1 
For Newborn Baby 

Disposable Wrapper for newborn Baby X 1 


Each 


160.00 


50000 


8000000 


Disposable Needle No. 21 


Disposable Sterile Needle no. 21 1" to 1.5" Disp.Sterilised 
Needles In Blister Pack /Riboon Pack Siliconised Sizes 21 G 
with CE certification 


Each 


0.49 


10 


00000 


490000 


Disposable Needle No. 22 


Disposable Sterile Needle no. 22 1" to 1.5 " Disp.Sterilised 
Needles In Blister Pack / Riboon Pack Siliconised Sizes 22 G 
with CE certification 


Each 


0.50 


15 


00000 


750000 


10 


Disposable Needle No. 23 


Disposable Sterile Needle no. 23 1" to 1.5 " Disp.Sterilised 
Needles In Blister Pack / Riboon Pack Siliconised Sizes 23 G 
with CE certification 


Each 


0.46 


34 


00000 


1564000 


11 


Disposable Needle No. 24 


Disposable Sterile Needle no. 24 1" to 1.5" Disp.Sterilised 
Needles In Blister Pack / Riboon Pack Siliconised Sizes 24 G 
with CE certification 


Each 


0.46 


34 


00000 


1564000 


12 


X-ray Developer 13.5 Itr 


X-ray devloper powder to make solution of 13.5 Ltr 


Pkt 


290.00 


2200 


638000 


13 


X-ray Developer 22.5 Itr 


X-ray devloper powder to make solution of 22.5 Ltr 


Pkt 


415.00 


2200 


913000 


14 


Paper Adhesive Plaster 1/2" x 
5 mtr 


Adhesive Tape - Paper based Hypoallergenic Microscopically 
porous 1/2" x5 mtr 


शा 


3.25 


1 


50000 


487500 


15 


Paper Adhesive Plaster 3" 
x5 mtr 


Adhesive Tape - Paper based Hypoallergenic Microscopically 
porous 3" xSmtr 


शा 


18.46 


1 


00000 


1846000 


Packin 
T 2 i ‘ ms | Rate Per : Approx. 
Sr. No. | Name of Drug echnical Specification / Unit of ‘ Quantity 
Unit Cost 
Measure 
Bandage Cloth as per Schedule | Bandage Cloth as per schedule FIl of drug and cosmectic 100 cm x 20 
16 F-Il than act 1940 Than of 100 cm x 20 mtr mtr 329.84 70000 32984000 
Surgical Blade / B.P. Blade Pre sterile wrapped with antirust 
paper in aluminium foil should be to fitting to handle! S| padkebot 
17 Surgical Blade No. 20 mark No. 20 Surgical Blades Pre-Sterile With Gamma 174.00 1000 174000 
ee : ee : 100 Blade 
Radiation For Handle No. 4 Sizes Latest ISI Certification with 
CE certification will be preferred 
Surgical Blade / B.P. Blade Pre sterile wrapped with antirust 
paper in aluminium foil should be to fitting to handle | S| खिकनल 
18 Surgical Blade No. 22 mark No. 22 Surgical Blades Pre-Sterile With Gamma 174.00 1000 174000 
oe : engi F 100 Blade 
Radiation For Handle No. 4 Sizes Latest ISI Certification with 
CE certification will be preferred 
Surgical Blade / B.P. Blade Pre sterile wrapped with antirust 
paper in aluminium foil should be to fitting to handle | S| packaror 
19 Surgical Blade No. 23 mark No. 23 Surgical Blades Pre-Sterile With Gamma 100 Blade 174.00 500 87000 
Radiation For Handle No. 4 Sizes Latest ISI certification with 
CE certification will be preferred 
Surgical Blade / B.P. Blade Pre sterile wrapped with antirust 
paper in aluminium foil should be to fitting to handle | S| packet of 
Surgical Blade No. 24 mark No. 24 Surgical Blades Pre-Sterile With Gamma 174.00 500 87000 
ae : ene व 100 Blade 
Radiation For Handle No. 4 Sizes Latest ISI certification with 
CE certification will be preferred 
9% र 
Crape Bandages 10 cm x 2.5 mtr 100% cotton with ( as per ॥वाणवपग 
ISI specification ) “all e406 
Elastic Crape Bandage 10 | The bandage comes with flesh color with a blue line in the : 
ae cm x 2.5 mtr middle OR without middle line. stretched length :4mt/4. sta ॥ 25.45 25000 oe 
5mt-Clip:with or without clips,elastic band clips or metal 
प pouch 
band clips 
Crape Bandages 15 cm x 2.75 mtrs (as per ISI specification ) Individual 
व्य लिहिते 15 The bandage comes with flesh color with a blue line in the roll x 10 
a P 8 middle OR without middle line. stretched length :4mt/4. numbers in 34.65 25000 866250 
cm x 2.5 mtr न . : ; ; . : 
5mt-Clip:with or without clips,elastic band clips or metal Plastic 
band clips pouch 
Catheter folleys self retaining no.16-24 (3 ways ) Baloon 30 
Folley's Uri Catheter (3 | Foleys Uri Catheter Silkolatex(Pre-Sterile) 3 W. 
oe olley's Urinary Catheter ( m 0 eys Urinary Catheter Silkolatex(Pre-Sterile) ay 38 70 10000 387000 
way) Sterile 
Non-Toxic sizes 16-24 with CE certification 


Sr. No. 


Name of Drug 


Technical Specification 


Packing 
/ Unit of 
Measure 


Rate Per 
Unit 


Quantity 


हि 


Folley's Catheter No. 6 ,(2way) 


Catheter folleys self retaining no.6 (2 ways ) Baloon 5 ml 
Foleys Urinary Catheter Silkolatex(Pre-Sterile) 2 Way Sterile 
Non-Toxic sizes 8 with CE certification 


Each 


17.63 


8000 


141040 


Let 


Folley's Catheter No. 8 ,(2way) 


Catheter folleys self retaining no. 8 (2 ways ) Baloon 5 ml 
Foleys Urinary Catheter Silkolatex(Pre-Sterile) 2 Way Sterile 
Non-Toxic sizes 8 with CE certification 


Each 


17.63 


9000 


158670 


पि 


Folley's Catheter No. 10 
(2way) 


Catheter folleys self retaining no. 10 (2 ways ) Baloon 5 ml 
Foleys Urinary Catheter Silkolatex(Pre-Sterile) 2 Way Sterile 
Non-Toxic sizes 10 with CE certification 


Each 


17.63 


10000 


176300 


27 


Folley's Catheter No. 
12,(2way) 


Catheter folleys self retaining no. 12 (2 ways ) Baloon 30 
ml Foleys Urinary Catheter Silkolatex(Pre-Sterile) 2 Way 
Sterile 

Non-Toxic sizes 12with CE certification 


Each 


17.63 


15000 


264450 


|e 


Folley's Catheter No. 14 
(2way) 


Catheter folleys self retaining no. 14 (2 ways ) Baloon 30 
ml /Foleys Urinary Catheter Silkolatex(Pre-Sterile) 2 Way 
Sterile 

Non-Toxic sizes 14 with CE certification 


Each 


17.63 


50000 


881500 


|. 


॥.४/.८391॥॥॥92406 


| V Cannula sterile Disposable sterile type packing P.T.F.E / 
FEP / Polyurethane Catheter with Needle with wings 24 G 
19 mm length (ET O sterile) 


Each 


28.00 


200000 


5600000 


शि 


1.४/.८391॥॥॥926 G 


| V Cannula sterile Disposable sterile type packing P.T.F.E / 
FEP / Polyurethane Catheter with Needle with wings 26 G 
19 mm length (ET O sterile) 


Each 


30.00 


100000 


3000000 


31 


I.V. Cannula with integrated 3 
Way stop cock. No. 22G 


I.V. Cannula with injection port with 3 way stop cock. Sterile 
Non toxic, Pyrogen free single use Flexible wings with 
suture holes for secure fixation 

Provided with luer lock stoppers to prevent contamination 
Injection port with non return valve is provided for 
additional medication. 

Port caps are colour coded for instant size 
identification.360° rotation of the tap without limitation 
Sizes: 22 G. 

Sterile individually blister pack. 


Each 


18.99 


25000 


474750 


Sr. No. 


Name of Drug 


Technical Specification 


Packing 
/ Unit of 
Measure 


Rate Per 
Unit 


Quantity 


. 


I.V. Cannula with integrated 3 
Way stop cock. No. 24G 


1.४. Cannula with injection port with 3 way stop cock. Sterile 
Non toxic, Pyrogen free single useFlexible wings with suture 
holes for secure fixation 

Provided with luer lock stoppers to prevent contamination 
Injection port with non return valve is provided for 
additional medication. 

Port caps are colour coded for instant size 
identification.360° rotation of the tap without limitation 
Sizes: 24 G. 

Sterile individually blister pack. 


Each 


20.58 


25000 


- 


- 


Intercostal draining system 
with trocar and bag 


Water sealed drainage system for interostat drainage , 
sterile pyrogen free disposable (1 C D Bags) Bottle of 1000 
ml Smooth conical distal tip, which allows safe and 
controlled intercostal penetration. 

* The protective cap largely reduces the risk of damage to 
body tissue. 

* Four offset eyes. These smooth finish drainage eyes 
facilitate easy flow of fluids and air. 

* Thermosensitive material used in these equipments 
softens with body temperature. 

* Transparent frosted polyvinyl chloride (latex free) allows 
clear visualization of draining fluid. 

* Depth marking for aiding correct tube placement. 

* Safety stop in cannula. 

* Tip-To-Toe radiopaque stripe. 

* Flat handle of a trocar catheter offers easy 
maneuverability and controlled insertion. 


Each 


100.00 


1500 


150000 


| 3a | 


Infant Feeding Tube No. 6 


रि 


Infant Feeding Tube No.8 


For neonatal and paediatric nutritional feeding 
Closed distal end with two lateral eyes 
Tube with radio-opaque line, marked at 25 cms from the 
tip for accurate placement 
Soft and rounded tip to prevent trauma during application 
Soft, frosted and kink resistant PVC tubing 
Radio Opaque line is provided throughout the length for X- 
Ray visualisation 
Proximal end is fitted with female luer mount for easy 
connection to feeding funnel or syringe 


Each 


3.70 


50000 


185000 


Each 


3.70 


25000 


= 


T > र अ वत Rate Per शि Approx. 
Sr. No. | Name of Drug echnical Specification / Unit of : Quantity 
Unit Cost 
Measure 
Colour coded for size identification 
Also available with Luer Lock 
Sterile product for single use 
Also available with DEHP free Tube - 4, 5, 6, 7, 8, 9, 10 6 
Available in Length : 40, 50 and 100 cms 
Micro I|.V.Infusion set for pediatric use for Infusion Fluid 
administration with volumetric chamber 60 drops per 1 ml. 
Non Toxic,Sterlized,Pyrogen Free, 
IS| Mark, Non vented needle Size 23 G x 1.5 inch ,Self 
> : : sealing latex tube for medication & easy flushing. Special 
. Micrednip 1 "२१0 beveled extra strong spike. Disc filter in drip chamaber Each 30.00 25000 750000 
Volumetric chamber i र : री 
fascilitate rapid adjustment fulid need of 23 G for smooth 
slow. Highly kink resistant tubing roller clamp for flow 
meter. Packed in one palstic bag with Label containing 
product name .Mfg.date,Exp.date 
mfg.by. 
Post Martem Gloves 280 mm standard length , orange or 
natural ivory white colour Made of 100% highly purified 
Thick Rubber( Post Mortem) natural latex. F 
af Gloves 7 Smooth finish on palm. ell 8.38 500090 419000 
Beaded cuff. 
As per BIS Sizes: 7"Length: 11.5 
Post Martem Gloves 280 mm standard length , orange or 
natural ivory white colour Made of 100% highly purified 
Thick Rubber( Post Mortem) natural latex. व 
वि Gloves 7.5 Smooth finish on palm. Pall 8.38 ep 209500 
Beaded cuff. 
As per BIS Sizes: 7.5" Length: 11.5 
ROMS aco olieanduee es nel Rolled Cotton Bandages as per schedule F ॥ Drug & 
[ae Schedule F-I| 10 cm x pias गि An त KK: शि 7.40 1400000 10360000 
अ शि 
शा Rubber Catheter Plain Size 4 Plain rubber catheer ~soft pure rubber catheter anon Each 5.68 10000 56800 
sterile, non irritant to urethra , Length 16 inches, non 
irritant red rubber. Proximal funnel end & distal rounded 
41 Rubber Catheter Plain Size 5 atrumatic tip with side hole 5.68 10000 56800 


Packing 


(Sterile) 7 


100% electronically tested. CE 2460certification (Notified 
body European Standard), EN 455-2 
OR ISI Mark 


pairs 


T , : ; : Rate Per र Approx. 
Sr. No. | Name of Drug echnical Specification / Unit of ह Quantity PP 
Unit Cost 
Measure 
a | Rubber Catheter Plain Size 6 5.68 12000 68160 
ae | Rubber Catheter Plain Size 7 5.68 13000 73840 
अ | Rubber Catheter Plain Size 8 5.68 10000 56800 
ako Double Clr eee Rae 
oe Wale) 00१५006 Thickness-0.4mm, Width-90cm Roll of 30 mtr |.S.certified, Mtr 340.00 30000 17000000 
90cm Roll of 30 mtr 
Double colour,water proof 
Sterile Disposable Surgical Gloves No 6 
Powder free gloves, polymer coated inside with powder 
Surgical Gloves Powder free content <2mg as per USFDA. Packet of 25 
वि (Sterile) 6 100% electronically tested. CE 2460certification (Notified pairs 8.96 500000 4480000 
body European Standard), EN 455-2 
OR ISI Mark 
Sterile Disposable Surgical Gloves No 6.5 
Powder free gloves, polymer coated inside with powder 
Surgical Gloves Powder free content <2mg as per USFDA. Packet of 25 
2 (Sterile) 6.5 100% electronically tested. CE 2460certification (Notified pairs 9.02 २00000 4510000 
body European Standard), EN 455-2 
OR ISI Mark 
Sterile Disposable Surgical Gloves No 7 
Powder free gloves, polymer coated inside with powder 
Surgical Gl Powder f tent <2 USFDA. Packet of 25 
- urgical Gloves Powder free content <2mg as per acket o 9.07 500000 4535000 


Packin 
T 7 ; > “ins | Rate Per : Approx. 
Sr. No. | Name of Drug echnical Specification / Unit of ‘ Quantity 
Unit Cost 
Measure 
Sterile Disposable Surgical Gloves No 7.5 
Powder free gloves, polymer coated inside with powder 
Surgical Gloves Powder free content <2mg as per USFDA. Packet of 25 
a (Sterile) 7.5 100% electronically tested. CE 2460certification (Notified pairs 9.13 200000 4565000 
body European Standard), EN 455-2 
OR ISI Mark 
Sterile Disposable Surgical Gloves No 8 
Powder free gloves, polymer coated inside with powder 
Surgical Gloves Powder free content <2mg as per USFDA. Packet of 25 
वि (Sterile) 8 100% electronically tested. CE 2460certification (Notified pairs 9.07 ciel 1814000 
body European Standard), EN 455-2 
OR ISI Mark 
Rubber gloves 6.5 
Operation Gloves (non-sterilised) 6" pre-powdered, BIS 
: 4148 Specifications gloves, surgical rubber made from Packet of 25 
ah BUTE ean UR 2000 "6-2 Natural Latex. 100% electronically tested, IS certification pairs 7.95 5९०९७ 397500 
with CE certification (Notified Body), Bio Absorbable Corn 
Starch Powder, ASTM - D Standard with NABL Test Report 
Tracheostomy Tube (PVC), . . 
Cuffed, Sterile, Single Use 3.5 Tracheostomy Tube (PVC), Cuffed, Sterile, Single Use 3.5 Each 503.74 5000 2518700 
Disposable Negative suction drain set comprising Bellow 
unit with connector. Connecting tube with clamp and "Y" 
a Disp. Negative suction drain set | connector. Each 104.50 10000 1045000 
Curved needle with matching catheter. Spare perforated 
catheter. No.10, 12 G 
Sterile Biological Skin Dressing ae : . > ; 
a Collagen 91९९5 (॥ ७९०1) 2 Sterile Biological Skin Dressing Collagen sheets (in wet form) Each 42.50 8000 340000 
2x5x5cms 
x5x5cms 
Sterile Biological Skin Dressing ae र : व र 
| ei 0०1१४९1 91९९७ (॥ wer form) 2 Sterile Biological Skin Dressing Collagen sheets (in wet form) Each 67.35 7000 471450 
on t0cKe 2x 10x 10cms 


Packing 
T 9 र ‘ 2 Rate Per ‘ Approx. 
Sr. No. | Name of Drug echnical Specification / Unit of : Quantity 
Unit Cost 
Measure 
| 56 | Barbor Linen thread 40 Barbour Linen Thread no. 40 | Reel | 65.00 7000 455000 
57 Barbor Linen thread 80 Barbour Linen Thread no. 80 | Reel | 89.00 3500 | 311500 | 
| sa | Barbor Linen thread 100 Barbour Linen Thread no. 100 | Reel | 102.50 3000 307500 
Soft Plastic Nasal Airways are constructed of a soft, latex 
. 9 free plastic. The interior of the airway has striations for easy 
ae Airway Plastic suctioning and inertial Each 17.00 100000 1700000 
Latex free- Small/Medium/Large size 
Chromic Catgut Size 1/0 Chromic Catgut with needle 3/8circle Round Body Heavy Box of 12 
| Length 100 cm needle 40mm. Size 1/0 Length 100 cm foils 320.00 २5000 4800000 
. Nylon Monofilament nonabsorbable polymers with 
61 UR Or aa Needle 1/2 circle Round body Heavy Needle (Loop Suture) ee = 13.00 8000 104000 
pow 40 mm Size 1/0 Length 150 cm 
Polypropelene Synthetic Polypropylene Suture% circle Round Body 30mm. Size 1/0 Box of 12 
ae | Monofilament , Length 90 cm foils 933.00 oe 933000 
Total Amount Rs. Thirteen Cr. Seventy One Lac Fifty Two Thousand Two Hundred Sixty Only 137152260 


